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PAID 


Fair Radio Sales Co. 


Permit No 122 
Lima, OH 


2395 St Johns RD - PO BOX 1105 - LIMA, OHIO 45802 


ADDRESS SERVICE REQUESTED 
FALL 2002 


CATALOG SUPPLEMENT 


WEB: www.fairradio.com 
EMAIL: fairradio@fairradio.com 


PHONES: 419-227-6573 OR 223-2196 
24 HR FAX: 419-227-1313 


STORE HOURS: M-F 9-5:30 
ALLOW FOR SHIPPING CHARGES! 
INCLUDE PAYMENT IN FULL 


VISA, MASTERCARD, DISCOVER 
MONEY ORDER, OR PERSONAL CHECK 


VRC-12 Controls 


PRC-77 Radio 


RT-841/PRC-77 BACK- 
PACK TRANSCEIVER, 30- 
75.95 MHz FM in bands 30- 
}52.95 MHz (Lo) and 53- 


ARC Type Connectors 


Hard to find ARC connectors for | 
the WW2 Command Sets and later | 
ARC Type 12 Radio Sets. Some of 
these connectors can be used as 
= or radio RT-524 through a 75.95 MHz (Hi) with 50 KHz is. Some need to have guides filed 

: remote keying jack, normally spacing. 920 channels. off. Much information is in the 
connected to special keying cables in the M1. RT-841 is all transistorized. Output: 1.1 to 2.0 Tauson book, "A Users Guide to Aircraft Radio 
3.5x6x4.5, 5 Ibs sh. Used, $35.00 watts; 150 Hz squelch. Requires 3 VDC 0.4 amp Corporation Receivers.” Also see the ARC con- 

? and 15 VDC 1.4 amp supplied by BA-4386 battery. nector catalog reproduction. Connectors are 

RT-505B has modified A25 audio module for broad- unused unless marked Used. 
band use with C-7673/PCC-1 and CU-2194 diplexer; “M” designates Male and “F” female. 
4x11x14, 18#. Used, $550.00 


C-10456/VRC Control Box - 
functions the same as the C- rs 
2298/VRC except that it allows § 
remote keying of the intercom ‘| 


C-2742/VRC Remote Control 
Box works with the RT-246 for 
remote selection of the preset 


frequency channels. 3.3x6x4, ARC # pins m/f Works with Price 

4 Ibs sh. Used, $25.00 MANUAL repro for PRC-77, $20.00 16743 12 f CV431 $15 

ST-138 Harness, Used Excellent $35.00 22S ie et Modulator $15 

Vacuum Relays CW-503/PRC Accessory Bag for PRC-25, Used $7. 12341 19 f_ C-2275 R-836 R1021 C3436 = $15 

14320 19 f C25 Control $12 

8 KV at 30 amps Vacuum Latching 1-250 Handset for PRC-25, Used, $18.00 12370 2 f TYPE 1215 Power $10 

Relay by Jennings RF4B-36N578. Original Operator's Manual f/ VRC-53 (PRC-77 & 12427 2 m Chassis Type 12 Rec 15 Rack $10 

Simply pulse either "open" or AM-2060) $20.00 12426 3 m Loop Antenna Connector R836 $10 

ee Nab! aad with ee a ltt BA-4386/PRC Battery f/ PRC-25-77, weak 3/$5. aa ' T11 13 Power ae 

relay contact. NO needa to maintain constant voltage. 

11/16" base diameter x 2 1/4" long. Mount flange is 88-5598 Battery,1995 X-date (no UPS or air), $4.00; i¢igq 4  ¢ $12 
1 1/4" diameter. 1 Ibs sh. Used, $39.50 | ___. 2 for $6.50; 24 for $50.00 12338 8 f 15 & Command Racks w/Mod. $15 
w oe 15912 8 f Modulator Command Rack $15 

RF1J-26N577 SPDT 12 amps Vacuum AM-2060 Audio Amplifier / 14050 8  f 111,13 Mod f/Command Racks $15 
Latching Relay by Jennings. 26VDC, 18.3 Power Supply with intercon- 12097 8 m Chassis type $10 
ohm coil. Mounts in 1/2” hole. 1 5/8” nect cable CX-4655. PRC-25 or PL-151 6 f Modulator and Receiver Rack $15 


tall. Used, $35.00 PRC-77 transceivers sets on PL-15318 f Modulator tx Control Boxes = $15 | 
and plugs into AM-2060. Unit has a speaker for the C38 MD-7 
99 transceiver, remote antenna tuning for the AS-1729 0 
1/16 haba with BNC’ s antenna and allows 24VDC vehicle electrical to Nien ea ee eee 
power transceiver. Comes with MT-1029 mount. sers Guide to orp Receivers - by M. 
oor tf sheer Aer ab 11.8x15x6.7, 23 Ibs sh. Used, $360.00 Tauson; ARC-5, ARC-type 12 etc, $10.00 


with gold center pin con- 
nectors on a 8 foot long 
> 1/16" diameter coaxial 
naa cable. Pinkish cable is 
marked eee CTCFTA. We are unable to find any 
further specs on the cable. Mfg by Harbour 


ARC Connector Catalog reproduction, free with 
Antenna Load Assy w/ Cap $20.00 order; Otherwise $5.00 each 
ANTENNA LOAD ASSEMBLY —wwwnn-nn-nnnnnnnn nnn nnn nnn nnn nnn nnn nnn nn nnn ennnnnnnnannnnannncnnannanenans 


from AM-3349/GRC-106 , 66 . ” 
ncludes C26 1000pf at SKV Other Vintage Connectors 


Industries. 1 lbs sh. #CTCFT4, A x as 
Unused, $10.00 each; 2 for $16.00 vacuum variable capacitor, C27 PL-59 BC-191 / 375 $12 
‘ble 15-355pf air capacitor, 26 sed aries } ee a 

oe f fi -th s % ‘ 
Military Headband CEA Reais em. PLAS RU-18 $15 
40UH variable inductor, L2 PL-135 RU-18 $15 
Old Military Black Leather EMA mote ot .ig4 2 f.  SCR522 $12 
Headband. Holds a 1 3/4" isnt pagel il doled and PL-167 4 SCR-522 $12 
receive element. 2 lbs sh. two Globe or = 24 motors. PL-169 12 f SCR-522 $12 
#BLK-BAND, werent bape PL-171 6 f  SCR-522 $12 
Unused fair condition, $12.00 #3349-02, Used, $250. PL-172 2 f  SCR-522 $12 


VISIT OUR WEBSITE AT fairradio.com FOR THE LATEST FEATURE ITEMS 
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oe acunson 244 Sockets 


Two Johnson #244 


é ; > 3” deep x 7.5” wide. 
Each of the sockets has a 1 7/8” diameter remov- 
able mounting clamp. Works with C6M, 576 tubes 
etc. Will work with 8008 if clamp is removed. 3 Ibs 
sh. #DUAL-244, Used, $20.00 


Sona Alert - LOUD !! 


2 to 6VDC Sona Alert mounted on a 2" 
x 2 3/16" aluminum panel with 4 
mounting holes. This unit is very loud 
at 2VDC and almost intolerable at 
6VDC. 2 Ibs sh. Used Excellent, $4.00 


High Current Shunts 


High Current Weston DC 
/ Generator Shunts. 50mv. 
iUsed, minor corrosion. 


400 amp “sh 


wt 4 Ibs, $25.00 
500 amp sh wt 3 Ibs, $25.00 
800 amp sh wt 4 Ibs, $25.00 
1000 amp sh wt 9 Ibs, $35.00 
2000 amp sh wt 13 Ibs, $40.00 


116-150 MHz Filter 


TUNABLE VHF FILTER for 116- 
150 MHz at 15 watts. Has two 
screwdriver adjust ports and 
two SMC connections. Sealed 
can; 1.5x5 x3.3, 2 Ibs sh. 
#MFC-2510-1, NEW, $15.00 


Tektronix Plug-ins 


Each of the plug-ins listed below are used reparable. 


067-0587-02 Calibration Fixture, $75.00 

5A18N Dual Trace Amplifier, $79.50 

5B12N Dual Time Base, $125.00 

7A12 Dual Trace Amplifier, $99.00 

7A15A Amplifier, $99.00 

7A16A Amplifier, $99.00 

7A18 Dual Trace Amplifier, $179.00 

7A18N Dual Trace Amplifier, $159.00 

7A19 Amplifier, $179.00 

7A26 Dual Trace Amplifier, $99.00 

7A29 Amplifier, $299.00 

7B10 Time Base, $199.00 

7B10N Time Base / Amplifier, $179.00 

7B50A Time Base, $179.00 

7B53A Dual Time Base, $179.00 

7B70 Time Base, $79.00 

7B80 Time Base, $179.00 

7B85 Delaying Time Base, $199.00 

7B87 Time Base, $199.00 

7D01 Logic Analyzer, $125.00 

7D11 Digital Delay, $199.00 

7D15 225MHz Counter / Timer, $199.00 

AM503 Current Probe Amplifier (No Probe 
Included), $179.00 

AM-6565/U Amplifier (7A15AN11), $99.00 

DF1 Display Formatter, $125.00 

DF2 Display Formatter, $125.00 


Panel Meters 


FS=10VDC with a meter reading 
of 0-90MPH/140KPH. 4 1/4" 
square. FS=1ma. 10,000 ohm 
internal resistance. 5 terminals 
on the rear for: +28VDC, Plus, 
Lamp Common, Negative, 
+28VDC. Illuminates with two 28 
volt bulbs. #10V-MPH, Unused, $35.00 


Same as above except meter reading of 0-2KVDC, 
#10V-2KV, Unused, $30.00 


, Ceramic Sockets mount- | 
», ed on an aluminum plate @ 


T-195 Transmitter 


T-195/GRC-19 TRANSMIT- 


} tune. Power output 100 W 

© (1.5-12), 90 W (12-16), 80 W 
ame” (16-20 MHz). Uses two 

4X1 50D tubes in power amp & 20 other tubes. 


Requires 22-30 VDC 42 amps input (9 amps "stand- 


by") for dynamotor supply. LESS METERS. With 
replacement knobs. Companion to R-392 receiver. 
11.5x22x14.5, 135 Ibs. Used Reparable, $225.00 
T-195B, Used Reparable, $265.00 

MANUAL for T-195, partial repro, $20.00 

POWER CONNECTOR for T-195, $7.50 


T-195 FSK Modulator 


MD-203/GR Radio Transmitter 
Modulator for the T-195/GRC-19 
Transmitter. The MD-203 is a link 
in a complete radio teletypewriter 
comm. system. The teletypewriter @ 
signals developed in 
Teletypewriter TT-98 are supplied 
through Junction Box J-668 to the 
MD-203. The MD-203 is connect- 
ed to the exciter section of the T-195 to nroddes 
shifts in the CW signal. Uses tubes 7/26A6, 
1/26A7. Less knobs. 9.1x13.8x7.3, 26 Ibs sh. $25 


R-392 HF Receiver 


R-392/URR RECEIVER , 0.5 to 
32 MHz AM-CW in 32 one MHz 
bands using mechanical digital 
. tuning. Triple conversion on 
lower 8 bands, double on oth- 
ers. Selective bandwidth 2, 4 or 
8 KHz; 100 KHz xtal calibrator. 
With 25 tubes: 26A7, 26A6, 
26C6, 26D6, 6AJ5, 12AU7. Requires 24-28 VDC 5 
amps. Rugged vehicular version of R-390 receiver. 
11.5x14.3x11, 58 Ibs sh. 

Used Reparable less knobs and meter, $245.00 
Used Reparable with sub knobs and meter, $295.00 
Checked with substitute knobs and meter, $395.00 


Original style knobs but color may not be identical. | 


MANUAL for R-392, partial reproduction, $17.00 
9-PIN Power Connector for R-392, $20.00 
LS-166 SPEAKER for R-392, used, $18.00 
Bracket for LS-166, $3.00 


R-392 Freq Shift Converter 


CV-278/GR Frequency Shift 
Converter for the R-392 HF Receiver. 
Converts frequency shift signals to 
neutral or polar marking or spacing 
DC impulses. 450-500 KHz input, 
20/60 ma or polar output for tele- 
typewriter. Uses tubes 8/26A6, 
2/26A7. 9.1x13.8x7.3, 22 Ibs sh. 
Less meters and knobs. Used, $25.00 


Ereq Hebbal Voltmeter 


SIERRA 128A FREQUENCY 
_ SELECTIVE VOLTMETER for 
analyzing carrier signals over 
- 10 KHz to 15.1 MHz LSB-AM- 
USB; utilizes all-transistor 
frequency lock, Could probably be used as receiv- 
er. Separate circuits for MHz and KHz tuning each 
with controls COARSE, FINE, CURSOR, and input 
TRACKING SIGNAL BNC jack. Voltmeter has 
ranges 30 uV to 30 V in 13 steps; DB ranges -90 to 
+30 DB. Select 75-135-600 ohm termination or 1 
MHz calibratior; also Selectivity WIDE-NARROW, 
Main Tune LOCK-CONT, Audio GAIN, and phone 
jack. Requires 115 V 60 Hz or 28 VDC 220 ma. May 
have brown or beige front panel; 12x20x15.5, 52 
Ibs sh. Used-reparable with book $100.00 
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TER 1.5-20 Mhz AM-CW-FSK jf 
in ten bands manual or auto 


/ Duty Tow Straps. 


HP AMEN Analyzer 


HEWLETT-PACKARD 310A 
| WAVE ANALYZER, a fre- 
quency selective voltmeter- 
receiver covering 1 KHz to 
1.5 MHz with bandwidths 
200,1000, and 2000 Hz; reso- 
lution 200 Hz/div. Modes 
AFC-Normal-BFO-USB-LSB-AM. Amplitude ranges 
10 ux to 100 V full scale, 16 steps. AFC: dynamic 
hold-in +/-3 KHz min @ 100 KHz; tracking 100 
Hz/sec. Has headphone jack and is operable as VLF 
reciever. Requires 115/230 V 60 Hz; 10.8x16.8 x18.4, 
50#. Used-reparable w/ manual, $125.00 


Nylon Cargo a 
Price Reduced ! 


Cargo Sling-Heavy 


This item is a 
15,000 pound 
cargo sling and 
consists of four 
sections, each is 
constructed of four 
15 feet seatbelt 
type OD nlyon ¥ 
straps which are looped on one end with an 76 inch 
chain and catch arrangement on the other. The loop 
ends are all joined together by a large loop of web- 
bing. This loop can be removed to seperate the four 
individual straps for use as tow straps or whatever. 
#CS15K-SLING, 105 Ibs sh. Unused, $69.50 

Single strap from above w/ chain and catch, 
#CS-STRAP, 25 Ibs sh. $25.00 


Connector Accessories 


DA-35 1000 ohm Dummy Load for URM-127 & TS- 
382 oscillators. Has two banana jacks, two termi- 
nal posts, and a BNC female connector. Used, $8. 


UG-514 Adapter Connector for URM-127 & 
_ TS-382. Has two banana jacks, two termi- 
_ nal posts, and a BNC female connector. 1 
Ibs sh. Used, $7.50 


DA-650 Dummy Antenna for 
URM-191 RF Generator. 50 ohm 
impedance. Has a female BNC 
connection on each end. Used, $6.00 


CN-1418 Fixed 5:1 Attenuator for URM-191 RF 


., Generator. Has a female BNC connection on each 
/ end. Used, 


$7.00 


35-28102-14 Adapter Connector for URM-191 RF 


’ Generator. Has a female BNC connection on one 


end and a 1/4” phone jack on the other end. $6.50 


cg = BNC "T" Connectors like UG-274. 


Very useful around the shop. Nickel 
plated. #274-T, Unused, $3.00 


UG-22D Type N male bulkhead con- 
nector. Silver plated. This connec- 
tor maintains the RF shielding of the © 
coax RG-11 cable. Unused, $4.00 x 


Antenna Roll Bag 


Antenna Canvas 
Roll Bag 50"x19". 
Holds up to six 30" 
to 50" mast sec- 
tions or twelve 24" 
or shorter mast 
sections. Has a few 
other compart- 
ments for holding antenna accessories. 4 Ibs sh. 
#ROLL-50, Unused, $10.00 each; 2 for $15.00 


BC-654 Remote 


RM-29 Remote Control is a 
self powered unit which may 

) be used with radio set BC- 

’ 654. Operates over a two wire 
747 telephone line in conjunction 
with EE-8 field telephone. 
Used excellent, $39.95 


Multi-Section HV Cap 


High voltage and high current multi- 
ple capacitor network in a single 
package. Three sections are rated 
.05mfd 8KV, .02mfd 11KV, and .Smfd 
1KV. Rugged epoxy housing. 
2.8x2.3x1.8, 3 lbs sh. Various mfg. 
#221M230, Used, $19.95 


Vacuum Relay 


#RB1H SPDT 270 ohms; 12 KV pk 15 
A AC/DC. w/mount flange 2.5"Hx1" 
dia; 1.4" d flange. Used, $59.50 


Power Tubes 


4CX350F 26VDC Power Tube. Has a max- 
imum plate disipation of 350 watts. Fits 
the socket and chimney listed below. 
Removed from equipment, $65.00 


Geiger Mueller Tubes 


Geiger Mueller 5980 ( also known as BS-2 ) Tube 
from the PDR-27 radiac set, $19.50 


Geiger Mueller 5979 ( also known as BS-1 ) tube 
for PDR-27 radiac sets, $29.50 


: RE-7U2/ARC- 105 Radio 


RT-712/ARC-105 HF TRANSCEIV- 
ER, pressurized 618T2; modules 
| intechangeable. Covers 2 to 


F 29.999 MHz SSB-AM-CW in 
28000 channels. Front has hour 
meter, C and BNC connections. 
Separate control needed for freq-selection. 
Connectors not available; Requires 115VAC 400Hz 
3 Phase. 10.5x 11.5x23, 70 Ibs. Used, $325.00 


Crystal Socket a 


Baker’s Dozen 
Crystal Socket 
Assembly, 13 
ceramic crystal sockets CR-23 style mounted on 
an aluminum strip. 9”’L x 1.2”W x 0.9”H, 2 Ibs sh. 
#CR-23-13, $6.50 


Triplett Test Leads 


Test Lead for Triplett 601 
VOM. Comes with test prod, 
alligator clip, and RCA male 
to RCA male 42” cable. 2 Ibs 
sh. #79-267, Unused in the 
original box, $4.00 


Ee Antenna 


MLA-1/E Loop Antenna covering 
1.8 - 14.5MHz. Has a female type 
TNC, female type N, and 3 pin 

. female cannon connection on the 
“) base. Overall loop width is 13.1". 
y Loop diameter is 15/16". Mfg by 

~ Antenna Research Association. 9 

Ibs sh. Used, $59.50 


J- od Key & ca Toa 


J-37 Key with a KY-852 leg 
iron attached for field use. 
Comes with cable with a U- 
229 connector. 3 Ibs sh. 
Used, $25.00; Unused, $39.50 


AMT-4 Radiosonde 


AMT-4 Radiosonde Modulator origi- 
nally was raised by a balloon into the 
sky to measure atmospheric condi- 
tions. Comes w/ barometric unit only. 


MD-147 Atmospheric pressure range 
1060 to 5 mb(millibars) Resistive tem- 
perature element temperature +60 to 
-90 d C. With schematic. Unused, $8.95 


MD-210 newer version of above. No data, but expect 
the ranges to be about the same. Unused, $8.50 
Original manual AMT-4A $15.00 


HF sean ose Assembly 


Broad Band Power 
Amplifier Assembly cover- 
ing 1.6 - 24 MHz removed 
from the TN-612 pre-post 
selector. Uses $15-28, T9-0664 and 2/MRF-466 
transistors. 24 VDC. No further info at this time. 
2.3x17.3x4.5, 9 Ibs sh. #AMP-612, $79.50 


8233 Vacuum Tube Pentode designed for use as 
wide band output tube. 6.3V heater voltage; 600ma 
heater; Removed from equipment, $15.00 


3. 
9 pin compactron socket for the 8233 tube, $0.95 


pny Socket & Chimney 


Eimac SK-630A or equal 
4X150/4CX250 Socket with 
Eimac Y-358 or equal plastic 
chimney, 2 lbs sh. 
Used Excellent, $24.00 


1000pf Vacuum Variable 


All Vacuum Variables 
listed below are 10- 
1000pf at 5KV and have 
1/2" dia. shafts. Overall 
size 7.5" long x 2.8" 
diameter. Used high pot tested. 5 Ibs sh. 
EL5-1000-5, Energy Lab, Ceramic, $189.00 
CVC10/1K-5KV, Amperex, Ceramic, $200.00 
CVCH-1000-5, Jennings, Ceramic, $210.00 


Blow-out Sale !! 


All equipment listed below is used reparable: 


ACL TR-104A Telemetery Receiver w/ TN 101P-1 
tuning unit 110-155MHz, $250.00 

AM-4823 HF Preselector, $795.00 

AN/BRR-3 VLF Receiver w/ scope & book, $550.00 

Bell Howell TSC-2000 System Calibrator, $495.00 

EMR 4145 Tuneable Disc, $395.00 

Fluke 332B DC Voltage standard $595.00 

Fluke 5205A Precision Power Amplifier $695.00 

GRM MAA-81600 Audio Mixer Amplifier - Rack Mt 
8 modules each w/4 inputs w/book, $125.00 

HP-214A Tube Type Pulse Generator, $195.00 

HP-606A 50 khz 65 mhz 3 v 50 ohms $235.00 

HP-54600A DC-100MHz Digital Scope, $695.00 

IET SC900-110 Precision 125 Cap, $150.00 

L&N 4300 Adjustable Resistance Standard, $600.00 

ME-112 Modulation Meter, $150.00 

North Atlantic 225 phase angle voltmeter $395.00 

Northern Radio FS Diversity Converter, $125.00 

Philco 400A Bidirectional Peak Power Monitor 960- 

1215 Mhz 500W 5000W VSWR used $135.00 

RF-501 Programmable Stereo Gen. Denmark, $225. 

Rockland 852 dual hi/lo filter .1 hz to 200 khz $395. 

TEK 172 Programmable Curve Tracer TestFixture 
for TEK 576, $150.00 

Tracor 599 Tracking Receiver, 599-303 AGC Phase 

599-204 Receiver, 599-502 Power Supply, $495. 


Fi ae 


tes da Socket Assy 


Cavity Socket Assembly for 
3CX100A5/2C39 series tubes. Has 

~ female BNC and female TNC connec- 
tions. 3.3x1.9x5.3, 4 Ibs shipping. 
#3CX-BT, Used nice condition, $10.00 


As above but two BNCs with no TNC, #3CX-BB, $12 


3CX100A5 Style Tubes 


The 8745 tube is a ceramic metal UHF 
planar triode intended for pulse and high 
altitude applications. It is similar to the 
popular 3CX100A5 or 2C39 but is better 
in that it features a longer grid anode 
ceramic insulator with a higher voltage 
breakdown rating. Fits into the same 
socket as a 3CX100A5. Used checked, $20.00 


The 8906 tube is also a ceramic metal planar 
tube. Filament voltage 6V; Max plate watts = 
10; Max plate volts = 2500. Used checked, $60 


—— 


7815 similar to 8906 except max plate voltage is 
3500, $55.00 


7554 HIGH MU TRIODE. Heater-cathode, ceramic- 
metal, pencil type used as rf amplifier, oscillator, and 
multiplier in airborne equipment. Used STT, $29.50 


RG-11 75 ohm Coax 


BELDEN MIL17/6 RG-11, 375 feet 
of 75 ohm coaxial cable with 
male type N connectors on each 
end. Recommended for HF/VHF 
antenna phasing coax. 37 Ibs sh. 
#RG-11-375, Unused, $59.95 


Fixed Attenuator 


. Alan Industries 75SP3 Fixed 

§e4 Attenuator, 3.0DB at 30MHz and 
~ 3.3DB at 1GHz. Has a BNC male 

on one end and a BNC female on the other. $12.00 


Audio Filter 


AUDIO LOW PASS FILTER. No 
specs available, but output is 
good from 10 hz to the limit of the 
filter. The drop off is very quick. 
The circuit is passive and causes 
an approximate 50 % attenuation 
of the signal. The input imped- 
ance seems to be about 2400 ohms. 4.5 x 1.5 x .5, 
7.5khz LPF #FO70975, $5.00 

15Khz LPF #FO69215, $4.50 


Coax Relays 


SPDT Advance Metal Products 
Coaxial Relay. BNC connectors. 
28 VDC coil. 1 Ib sh. 
#10CSA1/2-18, Used $20.00 


Coaxial Transfer Relay, 4 BNC connectors which 


switch from AD BC to AB CD. Allows a preamp or 
some other device to be switched into a coaxial line 
or bypassed. 24VDC coil. #10CSA2/2-01, used, $30 


= 


Miniature coaxial SPDT can 
relay for low level RF switching. 
Also has SPDT contacts. 26.5 
vdc 675 ohms. HI-G d'italia 
#RFK 6396, $10.00 


Same as above, but relay is in metal box with 6 very 
small coax connectors (SML ??) #RE-612-2, $12.00 


Teledyne CS47N6E-2 DC-12 Ghz 
coaxial transfer switch. Latching 
with self cutoff. N connectors 24 - 
30 vde coil. unused $75.00 
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Tesla Books ARC-54 Transceiver Selectro Connectors 


Double Tesla-Oudin Coil - Five differ- RT-348/ARC-54 VHF Aircraft Radio ADAPTERS 
ent articles from WWl-era electrical & : Set, FM unit covers 30-69.95MHz in ee = 
magazines including double Tesla- 800 channels with 50Hz spacing, 10W, lll tres git oR Ree ce oe beset ets 
: ; : ; 50-675-6801-89 sma to BNC-F bulkhead nickel, $15 
Oudin Coil, seeing the unseen, high X-mode capable, 27.5VDC at 7 Amps, 51-175-6801 snap on SMB 75 ohm bulkhead 
voltage meter, homemade Geisler Manufactured by Collins. 15x5x7.7, sate. 
receptical BNC-F, $7 


tubes, and the demolition of Tesla's 25 Ibs sh. Used, $175.00 5 
Radio Tower. 23 page booklet $4.95 51-175-0069-22 BNC-F to SMB receptical bulkhead 
AEE ES 5/16 hole gold, $7 


y) 
fia, SMA CONNECTORS 
50-645-4524-31 jack receptical narrow 


Double Tesla-Oudin Coil 


Strange Stories from Electrical 
Experimenter Magazine - Stories from 
1917-1919 mostly on Tesla, gravitation 


and electricity, novel Tesla steam clock, = 3 flange 2 chassis mt, $2.50 
synthetic gasoline, Tesla's egg of “ AB-777 Adjustable Mast Assembly from the PRC-41 50-645-4547-31 jack receptical square chassis 4 
Columbus, Tesla's own story of wireless, ' radio system. Mast assembly holds the AS-1405 hole flange mt $2.50 
and more. 64 pp booklet $6.95 “ omni directional antenna. AB-777 is 28 1/4” long 50-647-4504-31 Htangle chassis 4 hole flange mt $2.50 


closed and 78 1/4” fully extended. 1 1/2” diameter. 


Microwave Bricks 6 Ibs sh. Used, $27.95; Unused, $39.95 


Microwave PLL Oscillators, used good TRC-75 Test Set SMB_SCREW-ON 
2B condition. Shipping weight is 3 Ibs. 50-128-9511 crimp type 75 rt angle ° 
CTI 5328-2, 4800-5300MHz, $59.50 Radio Test Set TS-1325 /TRC- a cable receptical small braided coax, $3.00 
CTI P13100, 1042.5MHz, $49.50 75. Determines operating 50-124-3059 crimp type 75 straight med coax gold $3 
KarKar PLC33-05, 5925-6355MHz, $59.50 condition of the R-761 receiv- 50-153-0000 75 pc mount right angle receptical, $2.60 
FreqWest MS-540XELT-147, 6140-6355MHz, $59.50 er and T-730 transmitter from » 50-151-0000 75 pc mount straight jack, $2.50 
CTI A1419, 12.859-13.385MHz, $79.50 the TRC-75 radio set. Unit ee) = 50-111-9511 75 rt angle cable plug clamp small 
checks frequency control, coax braided wire gold, $3.00 
mode of operation, rf gain control, take-control func- —50-128-0209 crimp type rt angle med coax nickel, $2.50 
tion, transmitter plate current and power levels, 50-128-3059 crimp type rt angle med coax gold, $3 
1935 Official Short Wave Radio Manual. oo. Yeceiver operation and frequency accuracy, servo 50-124-0189 crimp type straight plug med coax gold $3 
The most important developments in system operation, and sidetone monitoring circuits.  50-107-3187 straight clamp type small coax gold, $3 
short-wave transmitter and receivers 12.4x14x7.8, 29 Ibs sh. Used Excellent, $89.50 50-107-3059 straight plug clamp type large coax gold $3 
are covered in this new edition of the : 
manual. Contains wiring diagrams and Ma Eastern Block Radio 
the values of the various condensers, y 
resistors, etc., of all the principal short- The Russian Tube Type Radio R-105M ~~ 
wave receivers. Plenty of articles on » was intended for use by infantry units. 
small receivers and transmitters which Operating in one continuous band on 
can be built at a small cost. 240 pp, $18.95 36-46.1mc, with an intended channel 


spacing of 25 or 50kc. RF power out- 
PRC-41 Power Amp 


put is rated at 1 watt, FM. Power is 
derived from two internal Nicad batter- 
PRC-41 UHF Power Amp AM-6669 
RF Power Amplifier, designed for Removeable front and back covers. With acces- 


SMB _SLIDE-ON BULKHEAD 
52-144-0000 75 plug receptical type gold $2 
52-145-0000 75 jack receptical front mt solder term. $2 
52-126-2700 75 jack receptical rear mount crimp 

small coax, $2.50 

52-126-3187 75 jack receptical rear mount small coax $3 
52-126-0039 75 receptical rear mt med coax, $2.50 
51-144-0000 75 rear mount plug recept. solder term. $2 
52-126-0000 braided small coax 75 straight cable jack $3 


ies. Durable bakelite housing. 


use with PRC-41 transceiver, but sories. 12.3x5.5x11.7, 23 Ibs Used, $250.00 52-126-0029 rear mt receptical very small coax $2.50 
usable with other 225-400MHz xmit- 52-144-2700 receptical rear mount, $2.00 

ters such as PRC-66, ARC-45, etc. Electronic Traine SMB SLIDE-ON CRIMP TYPE 

: Power output: 10 watts from 2-3 W 
input; N" connections Solid-state; 24 vDCc Nida Trainer Model 130, Originally heres si rpanemacranseas 51 -1 24-3059 med coax 50 ohm cable plug gold, $3 
required. 5.3x6x9.8, 10 Ibs sh. for electronic class troubleshooting 51-126-2700 75 bulkhead jack recept. small coax gold $4 
Used Reparable, $250.00 instruction. This unit is power sup- 52-127-0000 75 cable jack braided coax small coax $3 
ply and test frame only, no test cir- 
VLF R = e cuits. plus and minus low voltage oe SMB_SLIDE-ON 

eceliver power supply each 6, 9, 12, 15 volts ‘| 52-146-0029 50 jack plug chassis mt solder term., $3 
AN/SRR-19 SSB VLF Receiver and variable to 24 vdc current limit- 52-151-0000-220 75 pc straight jack receptical, $2.50 
covering 30-300KHz in four : ed 25. 50, 75, to 100 ma variable. Also high voltage 52-146-0000 chassis front mt recept. solder term., $2 


bands. LSB, USB, ISB, AM, CW, aes _ . 50, 100, 150, 200 to 250 vde variable with current limit sis 
M i j = : of 10, 20, 30, 40 to 50 ma variable. Large voltmeter \« 
acaptanl ape and milliamper meter to monitor the output. SMB SNAP-ON TYPE ¢ k 
impedance. Audio output 600 Mini toggle switches under front panel to switch 51-151-0000 75 pc straight jack recept $2 ‘Ssa 
ohms. 1 MHz frequency stan- problems into circuit. This would make nice tube/low _51-127-0199 cable plug 75 recept bulkhead med coax $3 
dard. Double conversion super- voltage breadboard station for your shop. Requires —_ 551-127-0000 crimp type small coax 75 bulkhead 
hetrodyne: First IF 1715.5KHz, 115VAC 60Hz. 14.7x18x9, 25 Ibs sh. Used, $59.50 cable jack, $2.50 


SMC TYPE CONNECTOR 


51-010-0000-ai-1 snap on clamp type 50 cable plug 
5 Drawer Aluminum Cabinet ideal for braided coax, $3.00 


storing your capacitors, resistors, etc... E 
| Each of the drawers are 13"D x 8.7"W x Bead Terminal 


1.5"H. There is 3 to 15 compartments 5m75-a-1-9/rrh2h, 100 for $10.00; 300 for $20.00 
per drawer. Overall cabinet is 13.5"D x 


Second IF 100KHz. Bandwidths: 1KHz, 3KHz, 8KHz. 


Requires 115VAC 60 or 400Hz. 22.2x17.2x12.2, 131 Kennedy Drawer Cabinet 
Ibs sh., Used Reparable with book, $795.00 


VRC-12 Suppressor 


MX-10237 / MX-2096 Suppressor 
Electrical Transient for the VRC-12 
Radio Set. This circuit protector 8.7"W x 1.5"H. Manufactured by 
consists of a standard size 4 pin Kennedy. Brown crinkle finish. #AC-13, 
GRC male connector with a thread- 15 Ibs sh. Unused, $29.95 

ed center, indicator light, 2 hole 
mount bracket, heatsink, and plate 115V 60Hz Inverter 
which is marked "Danger High 
Temp 215 degree F". FSN #5915- Motor Generator for GRC-106 Model 


Trompeter 


_ Trompeter J14T-50 Adapter. Has 
two BNC female connections on 

one side through patch to two 50 
ohm jacks. Unused, $4.00 


01-024-3877. It connects directly to SS688. Input 27.5VAC 24 Amps. : 
either the transceiver or AUX receiver mount. In Output 115VAC 60Hz 3.48 Amps. Sear Pa rig ti ad Unusedn 5200 
some applications it replaces the MX-7778 suppres- Continuous duty. 3600 RPM. cao eden i : $5.00 
sor. No further data. 3 Ibs sh. Unused, $15.00 12x6.5x12, 47 Ibs sh., Used, $65.00 JISWeTS Slaw Sett Teon 7 aaams $5.00 


AD1W BNC WECO Male Plug fits above, $5.00 


SEE BETTER PICTURES OF OUR ITEMS AT FAIRRADIO.COM 
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